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ORIGIN SS-10 

INFO OCT-01 ISO-OO /011R 
66622 

DRAFTED BY S/S-0:C.REDMAN 
APPROVED BY S/S-0:J.HOGANSON 

106617 

R 040553Z APR 75 
FM SECSTATE WASHDC 
TO CINCEUR 

CONFIDENTIAL STATE 076260 

EXDIS, MILITARY ADDEE HANDLE AS SPECAT EXCLUSIVE 

FOLLOWING SENT ACTION SECSTATE INFO TEL AVIV ROME NATO 
FROM BONN APR 3 

QUOTE CONFIDENTIAL BONN 05356 
EXDIS 


DEPARTMENT PLEASE PASS TO SECDEF, CINCEUR, CNO 

E.O. 11652: GDS 

TAGS: MASS, IT, GW, US, IS 

SUBJECT: PHM SALES TO ISRAEL 

REF: BONN 3072 

1. THE FONOFF OFFICIAL WHO INITIATED INQUIRIES WITH 
HIS FMOD COUNTERPART ABOUT A POSSIBLE LEBER-PERES 
UNDERSTANDING INFORMS US THAT THUS FAR HE HAS NOT BEEN 
ABLE TO OBTAIN A SATISFACTORY RESPONSE AT THE WORKING 
LEVEL. ACCORDINGLY, OUR CONTACT PLANS TO DRAFT A 
LETTER TODAY FOR FONOFF STATE SECRETARY GEHLHOFF'S 
SIGNATURE TO FMOD STATE SECRETARY MANN REQUESTING THE 
REQUIRED INFORMATION. OUR CONTACT IS HOPEFUL THAT USE 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 076260 

OF A HIGHER LEVEL CHANNEL WILL BE SUCCESSFUL IN ELICIT- 
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ING INFORMATION. 

2. WE HOPE TO BE ABLE TO PROVIDE THE DEPARTMENT WITH 
MORE INFORMATION BY THE END OF NEXT WEEK. SHOULD THE 
FONOFF ENCOUNTER A FURTHER DELAY, THE EMBASSY WILL 
APPROACH AN FMOD SOURCE CLOSE TO DEFMIN LEBER TO 
OBTAIN CLARIFICATION OF THIS MATTER. 

HILLENBRAND UNQUOTE 
INGERSOLL 


CONFIDENTIAL 


NNN 
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Message Attributes 


Automatic Decaptioning: Z 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MILITARY EQUIPMENT, MILITARY SALES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 APR 1975 

Decaption Date: 28 MAY 2004 

Decaption Note: 25 YEAR REVIEW 

Disposition Action: RELEASED 

Disposition Approved on Date: 

Disposition Authority: ellisoob 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE076260 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 0:C. REDMAN 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D7501 1 6-1 037 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750480/aaaacvbc.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN SS 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: EXDIS 
Reference: 75 BONN 3072 
Review Action: RELEASED, APPROVED 
Review Authority: ellisoob 
Review Comment: n/a 
Review Content Flags: 

Review Date: 29 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <29 MAY 2003 by CunninFX>; APPROVED <06 OCT 2003 by ellisoob> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PHM SALES TO ISRAEL 
TAGS: MASS, IT, GE, US, IS 
To: CINCEUR 
Type: TE 
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